TCLS Meeting Notes 


ASHRAE Winter Meeting 
Friday, January 11, 2002 
Wednesday, January 16, 2002 
Sheraton Atlantic City Convention Center Hotel 
Atlantic City, New Jersey 

TCLS consent items for Standards Committee approval: 

1. TBD. 

TCLS recommendations for Standards Committee approval: 

1. TBD. 

TCLS established the following new action items: 

1. Staff is to send a follow-up letter to all of the TC Chairs that received the initial letter 
requesting they poll their TC membership for standards under their cognizance that are 
currently utilized in building codes by reference of by excerpts contained with codes to 
clarify the misunderstanding that they are required to research the request. The TC 
membership should report any of their cognizant standards that they know of are referenced 
in codes. 

2. Tom Watson will follow up with the TC Chairs at the TC Chairs Breakfast on Monday 
morning in Atlantic City regarding the request to poll their membership for standards under 
their cognizance that are referenced in codes. 

3. Davor Novosel will follow up with TC 5.1, Fans, regarding their decision not to participate 
in the canvass ballot review of BSR/AMCA 500D-98, Laboratory Methods of Testing for 
Rating. 

4. Richard Evans will follow up with TC 5.2, Duct Design, regarding their decision not to 
participate in the canvass ballot review of BSR/AMCA 500D-98, Laboratory' Methods of 
Testing for Rating. 


PM3006450712 


Source: https://www.industrydocuments.ucsf.edu/docs/zrxj0001 








TCLS Meeting Notes - 02/01/11 and 02/01/16— Winter Meeting, Atlantic City, NJ 



TCLS established the fo l lowing action items from previous meetings: 

(Reference previous TCLS Meeting Notes from Technology Weekend - Atlanta, GA dated October 20, 2001) 

1. Richard Wright to obtain recommendation from TC 10.9 regarding R/RA/W of 
ANSI/ASHRAE Standard 18-1987 (RA 97), Methods of Testing for Rating Drinking-Water 
Coolers with Self-Contained Mechanical Refrigeration , (TCLS AI 1, Winter Meeting, 
Atlantic City 2002; TCLS AI 1, Technology Weekend, Atlanta 2001; TCLS AT 2, Annual 
Meeting, Cincinnati 2001) 

OPEN - TC 10,9 should make a recommendation at this meeting, 

2. Brian Dougherty to obtain recommendation from TC 8.8 regarding R/RA/W of 
ANSI/ASHRAE Standard 17-1998 , Method of Testing Capacity of Thermostatic 
Refrigerant Expansion Valves. (TCLS AI 2, Winter Meeting, Atlantic City 2002; TCLS AI 
2, Technology Weekend, Atlanta 2001; TCLS AI 3, Annual Meeting, Cincinnati 2001) 

OPEN - TC 8.8 should make a recommendation at this meeting. 

3. John Hogan to obtain recommendation of TC 6.6 regarding R/RA/W of ANSI/ASHRAE 
Standard 146-1998, Method of Testing and Rating Pool Heaters. (TCLS AI 3, Winter 
Meeting, Atlantic City 2002; TCLS AI 3, Technology Weekend, Atlanta 2001; TCLS AI 5, 
Annual Meeting, Cincinnati 2001) 

OPEN - TC 6.6 should make a recommendation at this meeting. 

4. Art Hallstrom to obtain recommendation from TC 3.3 regarding R/RA/W of 
ANSI/ASHRAE 78-1985 (RA 97), Method of Testing Flow Capacity of Suction Line 
Filters and Filter-Driers. (TCLS AI 4, Winter Meeting, Atlantic City 2002; TCLS AI 4, 
Technology' Weekend, Atlanta 2001; TCLS AI 8, Annual Meeting, Cincinnati 2001; TCLS 
AI 3 Spring Meeting-Atlanta 2001) 

OPEN - TC 3.3 should make a recommendation at this meeting. 

5. Art Hallstrom to obtain recommendation from TC 3.3 regarding R/RA/W of 
ANSI/ASHRAE Standard 63.2-96, Method of Testing Liquid Line Filter-Drier Filtration 
Capability. (TCLS AI 5, Winter Meeting, Atlantic City 2002; TCLS AI 7 Technology 
Weekend, Atlanta 2001; TCLS AI 11, Annual Meeting, Cincinnati 2001; TCLS AI 12, 
Spring Meeting, Atlanta 2001; TCLS AI 8, Winter Meeting, Atlanta 2001; TCLS AI 12, 
Minneapolis, 2000; TCLS AI 13, Tech Weekend-Atlanta, 2000) 

OPEN - TC 3.3 should make a recommendation at this meeting. 

6. TCLS suggests an action item for staff to put ASHRAE Guideline 8-94, Energy Cost 
Allocation for Multiple-Occupancy Residential Buildings, out for reaffirmation PR. (TCLS 
AI 6, Winter Meeting, Atlantic City 2002; TCLS AI 8, Technology Weekend, Atlanta 
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2001; TCLS AI12, Annual Meeting, Cincinnati 2001; TCLS AI13, Spring Meeting, 
Atlanta 2001; TCLS AI 10, Winter Meeting, Atlanta, 2001; TCLS AI 19, Minneapolis, 
2000; TCLS AI 18, Tech Weekend-Atlanta, 2000) 


CLOSED - Martha Hewett completed a review of the staff marked up draft on 
11/26/2001. Staff incorporated Martha’s comments and scanned the document for 
posting (no electronic copy available). The 45-day I s1 public review period of 
Guideline 8-1994 (RA) is November 30,2001 through January 14, 2002. 

7. Richard Wright to obtain recommendation from TC 10.7 regarding R/RA/W of 
ANSI/ASHRAE Standard 72-1998, Method of Testing Open Refrigerators. (TCLS AI 7, 
Winter Meeting, Atlantic City 2002; TCLS AI 9, Technology Weekend, Atlanta 2001) 

OPEN - No Answer yet. Richard Wright would like to see this standard put on 
continuous maintenance. 

8. Staff to prepare a letter to each TC Chair requesting they poll their membership for which, 
if any, of the standards under their cognizance are referenced in codes. Richard Wright to 
review the letter prior to staff sending. TC responses are needed by the close of the Atlantic 
City meeting. (TCLS AI 8, Winter Meeting, Atlantic City 2002) 

CLOSED - Mark Weber generated a Letter to the TC Chairs requesting they poll 
their TC membership for standards under their cognizance that are currently utilized 
in building codes by reference or by excerpts contained within codes. TC responses 
were requested by the close of the ASHRAE Winter Meeting in Atlantic City. Richard 
Wright and Tom Watson reviewed and concurred with the letter. Letter was sent by 
staff on November 20,2001. See new action item 1 above, 

9. Richard Hermans to coordinate with TC 7.1, Residential Food Refrigerators and Freezers, 
the canvass ballot process on BSR/AHAM Standard HRF-1, Household Refrigerators/ 
Household Freezers. 

CLOSED-The letter ballot for AHAM HRF-1 closes on January 16,2002. ILS 
received an affirmative vote from the TC 7.1 review subcommittee and ILS will 
confirm this vote at their meeting in Atlantic City. Doug Tucker will send the TC vote 
to AHAM after ILS confirms it. 

10. Davor Novosel to coordinate with TC 5.1, Fans, TC 5.2, Duct Design, and TC 5.3, Room 
Air Distribution, to determine their interest in participating in the canvass ballot review of 
BSR/AMCA Standard 500D-98, Laboratory Methods of Testing Dampers for Rating. 

CLOSED-ILS abstained from the canvass ballot for AMCA 500D. They did not ask to 
be on the canvass list and Doug Tucker did not receive a positive response from either 
TC for participation in the process. 
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